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Message Text 


UNCLASSIFIED 

PAGE 01 BONN 061 19 171838Z 

60 

ACTION AEC- 11 

INFO OCT-01 EUR-06 ISO-OO SCI-06 OIC-04 RSC-01 DRC-01 /030 W 

096200 

R 171759Z APR 74 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 1811 

UNCLAS BONN 06119 

DEPT PI .EASE PASS USAEC FOR VANDERRYN 

E. O. 11652: N/A 
TAGS: ENRG, TECH, GW 

SUBJECT: ECG- AD HOC R&D WORKING GROUP - DRAFTING 
SESSION 

REF: (A) STATE 077321 (B) BONN 05832 

1. INFO CONTAINED REFTEL (A) FORWARDED TO FRG TECH 
MINOFF. 

2. TECH MINOFF INFORMED EMBASSY THAT INITIAL REPORT 
DRAFTING SESSION NOW SCHEDULED TO BEGIN WORK AT 0930, 
TUESDAY, APRIL 23, (NOT 0900 AS REPORTED REFTEL B.) IN 
FRG TECHMIN, ROOM 1 148, STRESEMANNSTRASSE 2. 

HIT .1 F.NBR AND 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEETING AGENDA, RESEARCH 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BONN061 19 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740089-0387 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740438/aaaabhkt.tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: (A) STATE 077321 (B) BONN 05832 
Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 OCT 2002 by martinmb; APPROVED <20 DEC 2002 by WorrelSW> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ECG- AD HOC R&D WORKING GROUP - DRAFTING SESSION 
TAGS: ENRG, TECH, GE, ECG 
To: STATE 
Type: TE 
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